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possible  considering  the  condition  and  legibility 
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filming  contract  specifications. 


Original  copies  In  printed  paper  covers  are  filmed 
beginning  with  the  front  cover  and  ending  on 
the  last  page  with  a  printed  or  Illustrated  impres- 
sion. Of  the  back  cover  when  appropriate.  All 
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first  page  with  a  printed  or  illustrated  impres- 
sion, and  ending  on  the  last  page  with  a  printed 
or  illustrated  impression. 
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symbols  V  signifie  "FIN". 
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Kaciory  Pkodicts   Limitkd,    Toronto,  Ont. 


"OSRAM"  LAMPS. 

EFFICIENCY — Approximately  one  watt 
per  candle  power,  equal  to  a  saving  oi 
70%   over  carbon  filament  lamps. 

LIFE. — Not  having  control  of  tlie  regula- 
tion of  tlie  circuits  on  which  the  lamps 
are  to  be  used,  nor  the  treatment  or 
handling  which  they  receive,  we  do  not 
guarantee  the  life,  but  under  normal  con- 
ditions, the  average  life  of  an  "Osram' 
lamp  is  fully  1500-2000  hours. 

ADAPTABILITY.  _  "  Osram  "  Lamps 
Durn  equally  well  on  continuous  or 
alternating  current  circuits,  and  at  any 
angle,  except  100  Watt  and  upwards,which 
should  be  placed  vertically  downwards. 

BRILLIANCY.— "Osram"  Lamps  main- 
tain  their  initial  c.p.  longer  than  any 
other  illuminant;  the  decrease  in  light 
after  1000  hours'  burning  being  less  than 

HEAT. — "  Osram  '  Lamps  give  out  less 
heat  than  any  other  form  of  illuminant, 
thus  rendering  them  the  safest  lamp  to 
burn  under  all  conditions. 

SUITABLE  for  burning  on  any  circuit 
supplying  current  for  lighting  purposes 
in  the  Dominion. 


See  the   Name    "OSRAM"  on    Every  Bulb. 


Skk  thi;  Namk  "OSKAM"  on    Evkry   Bulb. 


-OSRAM  '    LAMPS. 

17.  25,   32  and  55   Watts. 

Approx.    16.  25.  32  and  50  H.C.P.       100  135  Volts. 

FOR  BURNING  IN  ANY  POSITION. 


Volts 


DESCRIPTION 

Watts 


Approx.  C.P. 
Hefner.       British 


100-135 


17 

25 
I  32 
I       55 

Series  Lamps,  5%   extra. 
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14.5 
22.5 

28.5 
45.0 


Frosting,   5%    extra. 


Factory  Products,  Limited,  Toronto,  Ont. 


Factory  Prodicts   Limitfd,  Toronto,   Ont. 


"OSRAM"    LAMPS. 

32.   40  and  55   Watts. 
A^prox.  25.   32  and  50   H.C.P.  200-260  Volts. 

Supplied  in   Pear  Shaped  Bulbs. 


O  SRAM 
pat^:nt 


FOR  BURNING  IN  ANY  POSITION. 

An  extra  charge  (or   Spherical   Bulbs. 


See  the   Name    "OSRAM"   on   Every    Bulb. 
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"OSRAM"    LAMPS. 
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Series   Lamps,  5%  extra.  Frosting,   5%    extra. 

FOR  BURNING  IN  ANY  POSITION. 

The  above   Lamps   supplied  in   Pear  Shaped   Bulbs. 
An   extra  charge   for  Spherical   Bulbs. 
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"OSRAM "    LAMPS. 
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100   to    1000    Hefner   Candle    Power 


Ske  thk  Name  "OSRAM"   on    Evkrv    Bulb. 


Ski:  the   Name   "OSRAM"  on   Every   Bilb. 

-OSRAM"    LAMPS 

100  to  260  Volts. 

For   Burning  in   Downward  Vertical 

Position. 
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300  and  400  Watt  size  supplied  with   Edison  base. 
600  and  lOQO  Watt  size  with  special  base. 


-OSRAM"    CANDLE    LAMPS. 

25-135  Volts. 
For  Burning   in   Any  Position. 

Approx.   C.P. 
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Series   Burning,   5%    extra. 


Frosting,   5%    extra. 


Factory  Prodict.s   Limitkd,  Toronto,   Ont. 


Factokv  PKi^nrcTS    f.iMiTKi),   ToRi>NTi>,  Ont. 


CARBON 
LAMPS. 


\y^E  are  sole  Canadian  agents 
for  the  well-known  *  Rob- 
ertson" and  **Magnet'  Incan- 
descent Lamps,  which  can  be 
supplied  in  standard  candle 
powers  for  any  voltage. 

Special    prices    for     yearly 
contracts. 


See  the   Name    "GSR AM"   on    Every   Bulb. 


NEW  HOME 
Factory  Products  Limited 


NICHOLLS   BUILDING 

218    KING   STREET   WEST 

TORONTO 
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Canaclian  Representatives 

FOR 

THE   GENERAL  ELECTRIC   CO., 
LONDON.  ENG. 

ELECTRICAL  APPARATUS  AND  SUPPLIES 

PIRELLI  LIMITED,  MILAN.  ITALY 

WIRE  AND  CABLES 

STOTHERT    &  PITT.   BATH.   ENG. 

TRAVELLING  CRANES  AND  HOISTING 
MACHINERY 


SHERADIZING 

OXY.ACETYLENE 
WELDING  AND  CUTTING  APPARATUS 

MECHANICAL  RUBBER  GOODS 

AIR  HOISTS 

FUEL  OIL  AND  GAS  BURNING  APPLIANCES 

VERTICAL  BOILERS 

MACHINE  SHOP  EQUIPMENT 


